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Message Text 



UNCLASSIFIED 

PAGE 01 BONN 05901 111717Z 

66 

ACTION EUR-06 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /014W 

046982 

R 111548Z APR 74 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1750 

UNCLAS BONN 5901 

USDOC 

E.O. 11652:N/A 

TAGS: BFOL, GW 

SUBJECT: THE HYGIENIC DENTAL MFG. CO., AKRON, OHIO (FOR SURGICAL 
SUPPLIES) 

FOLLOWING FIRMS ARE INTERESTED: 

1. ING BUERO WOLF PAESELT 
7500 KARLSRUHE 
HANSASTRASSE 5 
CONTACT: HERR PAESELT 

2. F.G. BODE 
2100 HAMBURG 90 
LUENEBURGER STRASSE 2 
CONTACT: HERR BODE. 

3. J. CHR. TRAUBE, GROSSH 
NDEL VON MED. GERAETEN 
4005 MEERBUSCH 1 
BRUCKNERSTRASSE 2 

CONTACT: HERR ROESCH. THIS FIRM WHICH ALREADY HANDLES 
SURGICAL LATEX TUBING OF A LEADING U.S. MANUFACTURERS, WOULD 
PROBABLY BE INTERESTED. 

PLEASE NOTE: INITIATION OF ADS BY POSTS DELAYED UNTIL MARCH 18, 

IN ANTICIPATION OF RECEIVING CATALOG PAGE PROMISED IN ADS APPLICATION 
AND REQUESTED BY BONN'S TELEGRAM BONN 17882 DATED DECEMBER 12, 1973. 
DESCRIPTIVE MATERIAL ON SURGICAL LATEX TUBING WAS NEVER RECEIVED. 
HILT .F.NBR AND 



UNCLASSIFIED 



NNN 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 APR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BONN05901 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740084-0605 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740449/aaaabsnp.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: WorrelSW 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 JUL 2002 by bryansd0>; APPROVED <18 DEC 2002 by WorrelSW> 
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Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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